Message 


From: Lobik Stephen [slobik@facil.umass.eclu] 

Sent: 11/15/2010 6:29:17 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: FW: Estimate from Lexington Group, Inc. 

Attachments: UMass 224B and 243 Morrill Sci. Bldg. Storage 11-10-10, Top View.jpg; Est__14824__from__Lexington__Gr.pdf 


Jim, 

If you don't take exception to this I will cut a PO. Please let me 
know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(C) 

(F) 413-545-3684 
si obik©faci 1 .umass.edu 
-Original Message- 

From: Eric [mailto:eric@lexingtongroupinc.com] 

Sent: Monday, November 15, 2010 9:37 AM 
To: Lobik Stephen 

Subject: Estimate from Lexington Group, Inc. 

«Est_14824_f rom_Lexi ngton__Gr. pdf>> 

Stephen, 

Please find the attached quote for the shelving in 224B and 243 Morrill 
along with the top view plan of these spaces. Please review and contact 
me if you have any questions. 

Please remember that the 3rd room is still pending the "pipe removal and 
wall placement" before I can design and quote this room. 

Thank you. 

Warm regards, - Eric 


Folk OIG PRR 095865 






